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Message Text 

UNCLASSIFIED 

PAGE 01 ATHENS 03277 131317Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

13 135 1Z 053928/46 

P 130953Z APR 77 
FM AMEMBASSY ATHENS 
TO USDOC WASHDC PRIORITY 
INFO AMEMBASSY BRUSSELS 
SECSTATE WASHDC 9953 

UNCLAS ATHENS 3277 

E.O. 11652: N/A 
TAGS: BEXP GR 

SUB J : MAJOR PROJECT: MEGALOPOLIS THERMAL POWER PLANT 
REF A. STATE 080924, B. ATHENS 2243, C. ATHENS A-16 

1 . PUBLIC POWER CORPORATION OFFICIAL RESPONSIBLE FOR 
MEGALOPOLIS PLANT IS: CHRISTOFOROS CAMBAS (TELEPHONE 
5224714), PURCHASING MANAGER, PURCHASING DEPARTMENT, 

PUBLIC POWER CORPORATION (PPC), 55 STOURNARI 

STREET (ROOM 503), ATHENS 102. CAMBAS PLANS BE IN ATHENS 
APRIL 18 AND 19, AND WILL MEET WITH MARSELLI AND INTRODUCE 
HIM TO OTHER PPC OFFICIALS. 

2. INFORMATION ON PROJECT CONTAINED IN REF C MAY BE 
USEFUL TO MARSELLI. PPC REPORTS THAT ENGINEERING STUDY FOR 
DEVELOPMENT OF KIPARISSION FIELD AT MEGALOPOLIS TO FUEL 
PLANNED NEW UNIT IS UNDER PREPARATION BY WEST GERMAN 
PROFESSOR HANZ GOERGEN OF AACHEN POLYTECHNIC UNIVERSITY. 

WE UNDERSTAND WESTINGHOUSE IS ALOS INTERESTED IN PROJECT. 

3. MARSELLI SHOULD CONTACT COMMERCIAL OFFICER RON FLACK 
ON ARRIVAL. 

KUBISCH 

UNCLASSIFIED 


NNN 
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